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BILL NO. S-75-12- ^ ^ 

SPECIAL ORDINANCE NO. 


s- /b " 7C 


AN ORDINANCE approving a contract with TREATY 
COMPANY for purchase of materials for Water 
Maintenance & Service Department 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated December 4, 1975, between the 
City of Fort Wayne, by and through its Mayor and the Board of Public Works 
and TREATY COMPANY, for: 

2 16" Butterfly Valves $1,900.00 

4 16" Connectors 484.60 

$2,384.90 

all as more particularly set forth on City Utilities Purchase Order 7355, which 
is on file in the Office of the Department of Purchasing and is by reference 
incorporated herein, made a part hereof and is hereby in all things ratified, 
confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 



APPROVED AS TO FORM 
AND LEGALITY,_____ 













Read the first time in full and c.n motion by , seconded by 

and duly adopted; read the second time by title and referred 

Plan 




to the Committee on 

Comi^^trn^^^ecoi^ndationj and Public Hearing to be held after due legal notice, 

BTTHtFrTiTrrH 1 ^ on 

the d ay of 

o' c- l o e . S. T, 


Date: 


yX rj- 





Read the third time in full and on motion by_ 
seconded by Q , and duly adopted, placed on its passage. 
Passed „£&05T) by the following vote: 


AYES 


BURNS 

HINGA 

HUNT ER 
MOSES 
NUCKOLS 
SCHMIDT, D. 
SCHMIDT, V. 

STIER 
TALARI CO 
DATE: 


NAYS 

nn 


ABSTAINED 


ABSENT, 


TO-HIT 






L -' CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Zoimip--Mafr3' 1 ffe i Terdl). frfiiiiiexdt rton) (Special )■ (App^efn^ia^iaa) Ordinance 





, 197 ^ . 



;e.s.t. 


"pISIDlM OFFICER 

lipNayor of the Citv of Fort Wayne, Indiana,' on the / 
wg<- .. ,. 197 . at the .hour, of //>£? O’clock 


uTTY CLERK 

Approved and signed by me this d ay 0 f 


, 197 







































































S-75-12-59 


Bill 


REPORT OF THE COMMITTEE ON 


. CITY UTILITIES 


We3 your Committee on City Utilities _ to whom was referred an Ordinance 

approving a contract with TREATY COMPANY for purchase of materials for 
Water Maintenance § Service Department 


have had said Ordinance under consideration and beg 

r.nnnoi 1 that said Ordinance PASS. 

Paul M. Bums - Chairman 

leave— txi report back toyihe Common 

pypy / 

John Nuckols - Vice-Chairman 

C 

XL. 

William T. Hinga 



Fredrick R. Hunter 


■■I 

Samuel J. Talarico 
































©OW ®F IF®GBT w&m 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 



SHIP TO • 


MAIL ALL INVOICES TO - 

CITY UTILITIES 


Water Maint. & Service Dept. 
415 E. Wallace St. 

Fort Way-le, Indiana 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 





















V~XAl OF iUKT W/iXiME 
DEPARTMENT OF PURCHASES 


One Main Street 
Fort Wayne# Indiana 46802 


Date November 24, 1975 


Request for Quotation No £69 


To be considered your quotation must be received by_ 

Toi The +rea+ y Co * 

4020 We I Is Street 
Fort Wayne# Indiana 46800 


M» December 3 1975 


aantity 

Unit 


Unit - 

Price 

Trade 

Disc. 

Extenaic 

24 ea. 

2 ea. 


6 " Cutting In -Sleeves# Mechanical Joint 
with Set Screw Glands 

Gaskets and bolts Clow »7F-1220- Nt V3 

For use on old Pipe for Hydrant installation. 

16" Butterfly Valves 

Pratt #116836 - Clow ^C504-70 . , , 

with accessor ies^p^^kT£i-k>€b ^ 60 CSl*/~ ?c^ 

16" Connectors, Mechanical Joint x Flanged f 
for above Valves 4 f^p = \ 

$ 1 - 


US/ •- 


W- 

) 

U/oM 

4 ea. 


!SS> 

) 

vs-/- 

25 ea. 


5/8 x 3/4" Copper Yokes Riser with Valve Inle 
Flared Both Ends 

!z/« 


32$ * 

100 ea 


2" - 2-Bolt Flanges, Bronze with Iron- 

CjZd. 


923- 



pipe threads 






JEK/ms 




= 


Mark Bid Envelops# 

"Quote NO. #869 Due Date Decorner 3% 1975 

TO r i 

=r-o-/■ 

AI» 



TamS ' ^ r M l| U.U10- i mnvi 


Shipping 

Schedule 


Signed. 




, (l* 

J.E.Kroonor 




r>\' 


to r '• T 


























VAij. Ujl‘‘ j; UxO. iuKxmJ 

DEPARTMENT OF PURCHASES 


One Main Street 
Fort Wayne, Indiana 46802 


I Date November 24, 1975 


Request for Quotation Uoi369 


'To be considered your quotation must be received by_ 

'To; Tri-State Plumbing 
1120 Taylor St. 

Fort Wayne, Indiana 46804 


Decombe r 3 197_5__ 


Unit Trade* 
























DEPARTMENT OF PURCHASES 


One Main Street 
Fort Wayne, Indiana 46802 


Date November 24. 1975 


Request for Quotation No£69 


To be considered your quotation must be received by 


M« December 3 1975 


To: Clow Corporation 

51591 U.S. 31 North 
South Bend, Indiana 46637 


lantity Unit 


Unit Tra de 


24 ea. 


6 " Cutting In -Sleeves, Mechanical Joint 
with Set Screw Glands 

Gaskets and bolts Clow //F-1220 

For use on old Pipe for Hydrant installation. 

V) A 

•9 1 

IsJ 

) 

2 ea. 


16” Butterf1y , Va 1ves 

Pratt H 116836 - Clow #C504-70 
with accessories * 

975.00 


4 ea. 


16” Connectors, Mechanical Joint x Flanged 
for above Valves 

23 S. 00 


25 ea. 


5/8 x 3/4” Copper Yokes Riser with Valve Inle 
Flared Both Ends 

t 

NO BID 


100 ea 


2 ” - 2-Bolt Flanges, Bronze with Iron- 

NO BID 




pipe threads 





* Includes machine bolts and nuts and 16” 
cloth inserted rubber ring gasket. 





J EK/ms 

Mark Bid Envelope, 

"Quote No. #86 9 Due Dat6p, orf , n; . n , % 07 q 

TG5 

1 

AL 



1,36$.OG 


1.950.0C 
952.0C 


4,270.C 


30 days. 


F.O.B. - Foundry with full freight allowed 
to Fort Wayne. 


Shipping 

Schedule - 6 to 10 weeks. 




Signed. 
Date -/ 




nyti-u- F —?-4-,-1 O 7-5 




'L'O 


Ar,5 i Dtont 


J.E.Kroonar 


Director of Picohnso* 




























DIGEST SHEET 


TITLE OF ORDINANCE: Special Ordinance No. 3020 

DEPARTMENT REQUESTING ORDINANCE: Board of Pub!ic Works 

■SYNOPSIS OF ORDINANCE: Covers proposed purchase of valves and connectors for. 

hydrant installations by Water Maintenance & Service Department on Citv. Uti1itie s 
Purchase Order No. 7355 in amount of $2,384.90. . , . 




Attachment: Purchase Order No. 73.55 

Bid tabulations. 


EFFECT OF PASSAGE: To supply Watpr Ma i nt-pnanrp F. ..Sp.jui rp ...na.p^ 

materials necessary for hydrant i nstal 1 at j ons .. 


EFFECT OF NON-PASSAGE: Unable to install hydrants as scheduled. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): City Ut11ities in amount 
of $2,384.90. 


ASSIGNED TO COMMITTEE (J.N.): 






































